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23 November 1977 


MEMORANDUM FOR: Director of Data Processing 


THROUGH : Executive Officer, ODP 
STATINTL FROM ‘ 
Chief, Administrative Staff, ODP 


SUBJECT : Admin Staff Weekly Report 
21-25 November 1977 


1. SPACE 


a. Office of Logistics is still working to overcome 


heating and ventilation problems with GSA in CAMS new space 
STATINTL in Building. 


b. LSD promises plans by the first of the week 28 
November for consolidating SPS on the 4th floor of Ames 
Building. 

2. PERSONNEL 


STATINTL MS was reassigned to the DD/A Declassification 
Project. He will be replaced by| an MG STATINTL 


careerist now with OSO, 


STATINTL 
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